PHILIP MORRIS U.SA ■ INTER-OFFICE CORRESPONDENCE 

---120 PARK AVENUE. NEW YORK, N.Y 10017 


TO: Tom Goodale July 1, 1986 

FROM: Jerry Isaacs 

SUBJECT: Project M13 - PM Blues Menthol Soft Pack Kings 


This is to advise you that Project M13 - PM Blues Menthol Soft Pack 
Kings has been cancelled. 

If you have any questions, please advise. 



JI:db 

cc: J. Bonhomme 
K, Eisen 
H. Foster 
A. Krut 
C. Levy 
K. Miller 
J, Zoler 


Source; https://www.industrydocuments.ucsf.edu/docs/qkhj0004 
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